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Message Text 

UNCLASSIFIED 

PAGE 01 SINGAP 00189 141032Z 
ACTION EA-09 

INFO OCT-01 EB-07 ISO-OO /017 W 

141033Z 040394/21 

R 140930Z JAN 77 
FM AMEMBASSY SINGAPORE 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 6917 
AMEMBASSY BANGKOK 
AMEMBASSY MANILA 
AMCONSUL HONG KONG 

UNCLAS SINGAPORE 0189 

E.O. 11652: N/A 
TAGS: BTIO, SN 

SUBJECT: FOREIGN GOVERNMENT TENDER-SPECIAL HANDLING 
TELECOMMUNICATION AUTHORITY OF SINGAPORE 

1. 559/0 1/T0017 

2.011477 

3. CHARLES S AHLGREN 

4. 559 SINGAPORE 

5. N 

6A. WRITE TO~ 

6B. MR FOO CHENG THENG, DIVISIONAL MANAGER. PURCHASING 

6C. TELECOMMUNICATION AUTHORITY OF SINGAPORE 
4TH FLOOR PLAZA SINGAPURA 
68 ORCHARD ROAD 
SINGAPORE 9 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 SINGAP 00189 141032Z 


7. PT/2/77/IX) 

8. 041577, 2:30 PM (SINGAPORE TIME) 
9.201 
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10. 3661 

SUPPLY OF 650 INTERNATIONAL CIRCUITS OF 
THE CCITT NO 5 TYPE AND 30 INTERNATIONAL 
CIRCUITS OF THE CCITT NO 1 (MANUAL R/D) 

TYPE. OPTIONAL QUANTITY OF 50 INTERNATIONAL 
CIRCUITS OF THE CCITT NO 6 TYPE AND 100 
INTERNATIONAL CIRCUITS OF THE CCITT R2 
(VARIANT) TYPE. 

SUPPLY OF 97 SERVICE POSITIONS 

11. PROPSPECTIVE TENDERERS MAY OBTAIN TENDER DOCUMENTS 
BY PAYING A TENDER DEPOSIT OF S$2,000(APPROX. US$820) 

IN THE FORM OF A BANK DRAFT IN FAVOR OF THE 
"TELECOMMUNICATION AUTHORITY OF SINGAPORE." ALL BONA 
FIDE UNSUCCESSFUL NON-REGISTERED TENDERERS 
WILL BE REFUNDED BUT THE SUCCESSFUL TENDERER S 
TENDER DEPOSIT MAY BRE RETAINED AS PART OF THE SECURITY 
DEPOSIT. THE TENDER DEPOSIT WILL BE FORFEITED IN 
EITHER OF THE FOLLOWING EVENTS: 

A. IF A TENDERER FAILS TO RETURN HIS TENDER DOCUMENTS 
ON OR BEFORE THE CLOSING DATE AND TIME. 

B. IF A TENDERER WITHDRAWS OR VARIES HIS OFFERS 
ANYTIME BETWEEN THE CLOSING DATE OF THE TENDER 
AND THE EXPIRY DATE OF HIS OFFER. 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 03 SINGAP 00189 141032Z 

C. IF A TENDERER WITHDRAWS OR VARIES HIS OFFER 
AFTER HIS OFFER HAS BEEN ACCEPTED BY THE AUTHORITY. 

THE TENDERER IS REQUIRED TO PROVIDE THE FOLLOWING 
TO THE AUTHORITY: 

A. ALL THE SOFTWARE THAT WILL BE NECESSARY FOR THE 
PLANNING, PURCHASING, INSTALLATION, TESTING, 

MAINTENANCE, OPERATION AND ADMINISTRATION OF 
THE REQUIRED EQUIPMENT. 

B. SUITABLE AND ADEQUATE FORMAL TRAINING FOR THE 
AUTHORITY'S STAFF. 

C. ADEQUATE COMPLETE SETS OF TOOLS AND TESTING 
EQUIPMENT ON LOAN AT NO COST TO THE 
AUTHORITY FOR THE ENTIRE INSTALLATION PERIOD 

OF THE EQUIPMENT. EMBASSY IS FORWARDING TWO COMPLIMENTARY 
COPIES OF TENDER DOCUMENTS TO USDOC. 
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12. CRITERIA C AMERICAN SUPPLIERS HAVE AN AVERAGE CHANCE FOR 
SUCCESS AND THE VALUE OF ALL PRODUCTS IN THE TRADE 
OPPORTUNITY EXCEEDS US$1 MILLION. 

HOLDRIDGE 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 14-Jan-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977SINGAP00189 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D77001 4-0706 
Format: TEL 
From: SINGAPORE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t1 97701 50/aaaabrws.tel 

Line Count: 120 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: dc3971d9-c288-dd1 1-92da-001cc4696bcc 
Office: ACTION EA 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 3 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 21 -Sep-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 3595415 
Secure: OPEN 
Status: NATIVE 

Subject: FOREIGN GOVERNMENT TENDER-SPECIAL HANDLING TELECOMMUNICATION AUTHORITY OF SINGAPORE 
TAGS: BTIO, SN 
To: COM 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/dc3971d9-c288-dd1 1-92da-001cc4696bcc 
Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
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EO Systematic Review 
22 May 2009 
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